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THE PLACE AND GOTHIC CATHEDRAL AT CORBIE, A FAVOURITE
BILLETING CENTRE JUST WEST OF THE BATTLEFIELD

Remembered by all who fought in the Battle of the Somme.   A few weeks
subsequent to this sketch by the author the Cathedral was destroyed by German

gun-fire,